DART AEROSPACE LTD Work Order: 
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Description: Handle Shaft Adapter | PartNumber:|  D4522-13 | 
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FIRST ARTICLE INSPECTION CHECKLIST 


Drawing Actual Method of 
Tolerance Accept | Reject : Comments 
Dimension Dimension p f Inspection 
@0.90 +/-0.030 
pees 
0.312 / 0.307 SQ +/-0.010 


Inspection Dwg: D4522 


@0.128 - 0.125 +/-0.010 
1.20 +/-0.030 IPR 
0.045 | +0.005/-0.000 jpa 
Ø0.578 +0.000/-0.005 
0.350 +/-0.010 at ole 
0.10 +/-0.030 
0.115 +0.005/-0.000 
0.720 +/-0.010 
0.30 | +/-0.030 oi 
1.02 +/-0.030 | La 
1.92 Ref +/-0.030 


0.3.12 / 0.307 SQ +/-0.010 | | 
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Date: Date: Date: 
Rev Date Change Revised b Approved 
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